To:  Way,  Steven[way. steven@epa.gov];  Myers,  Craig[Myers. Craig@epa.gov];  Dhieux, 

Joyei[Dhieux.  Joyel@epa.gov] 

From:  Chavez,  Luke 

Sent:  Fri  8/14/2015  8:59:27  PM 

Subject:  FW:  ENTACT  - Remedial  Construction  (Gold  King  Mine  Spill) 


FYI 

From:  John  Bowsher  [mailto:jbowsher@entact.com] 

Sent:  Friday,  August  14,  2015  2:53  PM 
To:  Chavez,  Luke 

Subject:  ENTACT  - Remedial  Construction  (Gold  King  Mine  Spill) 


Hi  Luke, 


I am  reaching  out  regarding  the  Gold  King  Mine  Site  Cleanup.  ENTACT  is  a self-implementing 
remedial  construction  contractor.  We  have  done  several  projects  in  Colorado.  Some  of  our 
relevant  skills  sets  include;  sediment  removal,  water  management  and  diversion,  water  treatment, 
and  restoration.  We  have  personnel  and  equipment  ready  to  mobilize  in  the  area,  as  well  as  a 
Conifer,  Co  office.  We  would  like  to  be  a resource  for  you. 


Any  direction  or  incite  that  you  can  provide  on  how  we  might  help  would  be  appreciated.  I look 
forward  to  hearing  from  you. 

Sincerely, 

John  Bowsher 

ENTACT,  LLC 

1 E.  Oak  Hill  Dr.  - Suite  102  | Westmont,  IL  60559 
Direct:  630.413.9450  | Cell:  815.878.3503 

ibowsher@entact.com  | www.entact.com 

Environmental  and  Geotechnical  Construction  Services 
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